THOMAS  CIRCLE,  SHOWING  ST.   LUKE'S  CHURCH,  WASHINGTON,  D.  C 


THOMAS  CIRCLE,  Washington,  D.  C. 
This  view  of  Thomas  Circle  shows  Ward's 
Statue  of  General  George  H.  Thomas,  erected 
by  the  Society  of  the  Army  of  the  Cumberland. 
Fourteenth  Street  is  on  the  left,  Vermont  Ave- 
nue on  the  right. 
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WASHINGTON, D.C. 


